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An abstract of work published in an Italian 
journal which suggests that no EBDC was 
detected in smoke from tobacco treated with 
Zineb, but carbon disulfide (CS 2 ) and 
hydrogen sulfide (H 2 S) was detected in the 
smoke. 
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